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MECHANICAL SYSTEMS, EXCEPT PLUMBING 


A “mechanical” structural systen, 
Jan., 20. 

Air conditioning the nursing home, 
Sept., 18. 

Air distribution, Nov., 15. 

Apartment projects, Apr., 8. 

Applications & economics of inter- 
nal source heat recovery 
systems, June, 14. 

Applying condenser fans for low 
noise, Apr., 24 

Application of incremental water 
source heat pump to closed 
water loop, July, 15. 

Automation, buildings, Apr., 17. 


Bowlen, Kennard L., June, 17.. 

Braun, Robert H., May, 33. 

Brown, S. W., June, 4. 

Buchanan, Stuart R., Apr., 17 

Building automation breakthrough, 
how it works, Apr., 17. 

Building Systems at the Pierre 
Laclede Center, Oct., 20. 


Centrifugal compressor heat 
reclaim systems, May, 22. 
Clauss, Wesley J., Apr., 2h. 

Compressors, centrifugal, 

May, 22. 

Computer room floor with special 
emphasis on air distribution, 
Nov., 15. | 

Condenser fans, Apr., 24. 

Conservation, energy, June, 4. 


Cooling tower with filtered air 
inlet maintains clean water, 
Mar., 3. 

Cousineau, Henry, Nov., 15. 


Daryanani, Sital, Aug., 14. 

Double duct air conditioning 
gives L.A. tower independent 
comfort, Oct., 27. 


Electronic computers, power 
buffering systems for, 
Nov., 23. 

Elliott, H. J., July, 18. 

Energy crisis, New York 
grapples with, Dec., 19. 

Energy conservation aspects of 
Variable Volume systems, 


June, 21. 

Energy conservation, Feb., 27. 
May. 10. 


Energy conservation by low: 
temperature waste heat reco- 
very, June, 4. 

Energy conservation, gas & electric 
June, 36. 

Energy conservation by rotary air- 
to-air temperature and enthalpy 
exchangers, June, 17. 

Energy savings favor 4-pipe, 

Nov., 28. 

Energy source analysis, May, 23. 

Energy-structured buildings, 
Dec., 13. 

Energy systems analysis, why and 
how, May, 27. 

Engineering opportunities, Apr. 11. 
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‘Engineering supervision maximizes 


operating profits, Jan., 14.. 
Evaluation of ventilation systems 
in funeral homes, Nov., 26. 


Farber, Erich A., June, 25. 
"Fellow-the-Sun" concepts, May, 15. 
Four-pipe systems, Nov., 28. 
Funeral homes, ventilation 

systems for, Nov., 26. 


Gas cooling/heating, Apr., 7. 

Gas & electric energy con- 
servation, June, 36. 

Gas total energy in action, 
Apr. 5. 

Gas total energy in action; 
Wingate Village, economy and 
self-sufficiency, Apr., 8. 

Gaulin, Richard P., Sept., 18. 

Gentile, R. J., July, 18. 

Gore, Eugene, June, i. 

Gorchev, Dimiter, Aug., 35. 

Gupton, Guy W., Jr., May, 10. 


Heat conservation systems; 
workable, economical, May, 10. 

Heat pump saves school energy, 
Mar. 6. 

Heat reclaim systems, May, 22. 

Heat recovery for supermarkets, | 
July, 20. 

Heat recovery systems, June, 14. 

Hospitals, Apr., T. 

Housing, Nader on, May, 41. 

How to prevent a catastrophe, 
computer room a/c, Nov., 18. 


Internal source heat recovery, 
June, 14. 


Kaufman, Melvyn, Oct., 17. ; 
Kerfoot, Edward J., Nov., 26. 
Kettelman, John E., Aug., 29. 
Kettler, J. P., Aug., 19. 
Kings Plaza, Apr., 5. 


Lawrence, Charles W., Dec., 19. 

Levin, Bennett, July, 15. 

Levy, H.F., Nov., 18. 

Low noise, fans, Apr., 24. 

Low temperature waste heat re- 
covery, June, 4. 


Malkin, Sy, Mar., 3. 
Mahig, J., July, 18. 
MeFarlan, A. I., June, 14. 
Meckler, Gershon, Dec., 13 
Meckler, Milton, Jan., 20. 


M/E systems can be art, Oct., 17. 


Nader on housing, May, 41. 

Natural gas cooling/heating brings 
all-year comfort to Palm Springs 
hospital, Apr., Te 

New Opportunities for engineers: 
Pollution control -- safety and 
health requirements, Apr., 11. 

New York grapples with the energy 
crisis, Dec., 19. 

Noise & vibration transmission 
floors and walls, July, 18. 


- Ostrander, W. S., May, 22. 


‘Paradis, Lionel D., Jan., 9. 


Passive heat recovery as an ener- 
gy conservation measure, 
Feb., 27./ Mar., 11. 
Phillips, John B., Jan., 14. 
Phipps, Harry H., May, 27. 


Pierre Laclede Center, building 


systems at, Oct., 20. 
Plant costs, Feb., 13. 
Pollution control, Apr., 11. 
Power buffering systems for 
electronic computers, Nov., 23. 
Practical aspects of energy 
source analysis, May, 33. 
Procell, Charles J., May, 15. 


Ratai, Walter R., Mar., 6. 
Rickelton, D., June, 21. 
Rogers, Benjamin T., Feb., 27. 
" " Mar., ll. 
Rooftops, Sept., 23. 
Rooftop power, Feb., 32. 
Rooftops, pro and con, Feb., 19... 
Rotary air-to-air temperature, 
June, 17. 
Seaberg, George H., Feb., 13. 
" Apr., 11. 
School energy, Mar., 6. 
Sehgal, Satish, Aug., 23. 
Seth, Anand K., July, 20. 
Shataloff, N. S., Aug., 16. 
Shopping centers, Apr., 5. 
Solar energy: Conversion and 
utilization, June, 25. 


Spiegel, Walter F., Sept., 23. 
Straub, Harold E., Aug., 38. 
Supermarkets, heat recovery for, 
July, 20. 
Supervision, engineering, .. 
Jan., 14. 
Systems design, Jan., 9. 


Test facility helps improve roof- 
top systems, Sept., 23. 
The construction team approach to 
squeezing plant costs, 
Feb., 13. 
The triple threat team, Jan., 9. 
Ting, Christofer K.S., Feb., 19. 
Total energy, gas, Apr., 5. 


Variable volume systems, June, 21. 
VAV -- air distribution, Aug., 38. 
VAV -- comfort installations, 
Aug., 16. 
VAV -- system control, Aug., 19. 
VAV -- systems evolution, 
Aug., 35. 


VAV -- systems hardvere, 
Aug., 14. 

VAV -- systems for schools, 
Aug., 33. 

VAV -- The Euram Building, 
Aug., 23. 

VAV -- the experience record, 
Aug., 29. 

Ventilation systems for funeral 
homes, Nov., 26. 


Waste powers the environment, 


Sept. 9 15. 
Water source heat pumps, July, 15. 


Yoke, James H., Aug., 33. 
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Albern, William F., Feb., 38 


Convalescent homes, hot water for, 
Apr. ’ 32. 

Current status and future of indi- 
vidual aerobic sewage treatment 
systems, Mar., 31. 


"Daddy, what's a plumbing engineer? " 
Oct., 34. 

Design and selection of special 
hazards fire protection systems, 
Apr., 31. 

Design criteria and operational | 
characteristics of water pressure 
boosting systems, Feb., 40. 

Design criteria and operational 
characteristics of water pressure 
boosting systems, Apr., 34. 

Drainage systems, single stack, 
July, 26. 


Fire protection, Jan., 29. 

Fire protection systems, Apr., 31. 

Fixtures and accessories, prison, 
Nov., 32. 

Fresh water sources, detection of, 
use of aerial photography, 
Aug., 48. 


Grijalva, John, Apr., 32. 
Highest-rise apartments, Sovent 


in, Oct., 30. 
Hospitals, piped gas systems for, 


Dec., 24. 
Hot water for convalescent homes, 
Apr., 32. 


Leonhart, Paul A., Apr., 31. 


Mandel, Gene, Oct., 34. 

Miniaturized sewage treatment 
plant begins operation in 
N.J. housing community, 
Dec., 31. 

Morris, Donald E., Nov., 32. 


Needs of the plumbing profession, 
May, 51. 

Notes on high-rise fire protec- 
tion, Jan., 29. 

Nuchtern, Adolf, Jan., 29. 


Petro, Joseph S., June, 42. 
Piped gas systems for hospitals, 
Dec., 2k. 
Piping systems, vacuum, Feb., pe. 
Plumbing Design Manual, June, 
July, 28. 
Plumbing profession, needs of, 
May, 51. 
Prison fixtures and accessories, 
Nov., 32. 


Rowell, Thomas W., July, 26. 
Schaub, R. F., Feb., 40. 


Sewage treatment, aerobic, 
Mar., 31. 
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